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bottles should  be removed   to  the cold room,  where  they remain  until
required for delivery.

By courtesy of Cherry-Burrcll Ltd.
FIG, 147.    " Gravac " Bottle-filling and Capping Machine.

By courtesy of the Creamery Package Co. Ltd.
FIG. 148.    C.P. Davis Rotary Bottle-filler and Capper.
There are many makes of combined bottle-filling and capping machines
to be obtained which carry out their work admirably.    There are, however,